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SECRET 


IDEA-03 19 -69 
Copy S ' o f-iT 

10 April 1969 


REMCRANDUM FOR: IDEALI S T/Oper a t ions /OS A 
SUBJECT : Revised IDEALIST Camera Settings 


1, As per your request f attached are the revised 
camera settings for IDEALIST camera configurations. The 
standard settings for the following cameras are included: 

A. "B n Configuration. 

B. ”H" Configuration. 

C. Delta-Ill Configuration. 

D. IRIS II Configuration. 

E. Bark II Tracker. 

F. T-35 Tracker. 

2. Feel free to make any changes which you feel may 
make the instructions more understandable . If you desire 
further information before printing these instructions, 
let me know. 


25X1 A 

8SD/S&D/OSA 


Attachment 
As noted 


3SD/R&D/ QSA,j 

Dim tr ibut ion : 




& 


Copy 1 - IDEA/O/OSA (w/att) 

2 - B/O/GSA (w/o att) 

3 - SSD/R&D/OSA ( w / 0 att) 

4 - BSD Chrono <w/o att) 

6 - BB/OSA (w/o att) 
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